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GOVERNMENT OF KERALA 


Labour ( B ) Department 


NOTIFICATION 


No. G.O. (Rt) 367 /82/LBR . 

Dated , Trivandrum , 7th April, 1982 . 
S. R. O.No. 482/82. - In exercise of the powers conferred by sub-section 
- (1) of section 8 of the Factories Act, 1948 ( Central Act 63 of 1948 ), and sub 
section (1) of section 5 of the Indian Boilers Act, 1923 (Central Act 5 of 1923), 
and in supersession of Notification No. G.O. (Rt) 1190 /81/LBR dated the 
15th September, 1981 , published as S.R.O. No. 1304/81 in Part I of the 
Kerala Gazette No. 45 dated the 10th November, 1981, the Government of 
Kerala hereby appoint the officers mentioned Column (2 ) of the Schedule 
below to be Inspectors for all purposes of the said Acts within their respective 
jurisdictions specified in Column (3) thereof, the local limits of the Factory 
Divisions and Boiler Divisions being the territorial limits fixed by Government . 
in Notification G.O. (Rt) No. 1335 /81/LER dated the 24th October , 
1981, published as S.R.O. No, 1214/81 in the Kerala Gazette Extraordinary 
No. 835 dated the 24th October, 1981 and Notification G.O. (Rt) No. 
1408/81 LBR . dated the 10th November 1981, published as S.R.O. No. 
1314/81 in the Kerala Gazette Extraordinary No. 892dated_the_12th 
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SCHEDULE 


Jurisdiction 


Sl. No. 


Designation and Headquarters 


(3 ) 


(1 ) 


( 2 ) 


1. Shri K. A. S : ecdharan , 

Trivandrum 

Factory 
Inspecto : of Facto.ics and Boilers, Trivandrum 

Division 
2. Siri P. Am.ccuchin , 

Quilon Factory 

Division 
In pecto. of Facto.ics and Boilers, Quilo : 

Kundara Factory 
3. Shri K. Bhaskaran, 

Inspector of Factories and Loile :s, Kundara Division 
4. Shri P. S. Sukumaran , 

Alleppey Factory 
In pecto : of Factories and Boilers, Alleppey 

Division 
5. Shri V. Vinayababu , 

Chengannur Factory 
Inspec:o : o : Factories and Boilers, Chengannur Division 
6. Sh : i V. M. Ipc, 

Kottayam Factory 
Inspecto : ofFacto :ics and Boilers, Kottayam Division 
7. Shri T.J. Mani, 

Idukki Factory 
Inspector of Factories and Boilers, Thodupuzha 

Division 
8 . Shri M. Abu Sali, 

Cochin Factory 
Inspector of Facto :ics and Boilers, 

Division 
Thoppumpady 
9 . Shri A. C. M.Mohammed Ali, 

Ernakulam Factory 
Inspector of Factories and Boilers, Ernakulam Division 
10. ShriN. Radhakrishnan , 

Alwaye Factory 
Inspector of Factorics and Boilers, Alwaye Division 
11. Shri K.M.Ammanulla , 

Irinjalakuda Factory 
Inspecto : of Facto :ics and Boilers , 

Division 
Irinjalakud 
12 . SriAbd il Nazce: Babil, 

Trichur Factory 
I 15.7210 : 0. Factories and Boile:s, Trichur Division 
13. ShriK.J.Copalakrishnan , 

Ottappalam Factory 
Inspector of l actories and boilers, Ottappalam Division 
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(3 ) 


( 2 ) 


(1) 


Palghat Factory 

Division 
Malappuram Factory 

Division 


14 . Shri Thampy K. Chacko , 

Inspector of Factories and Boilers, Palghat 
15. Shri C. A. Kunju Mohammed, 

Inspector of Factories and Boilers, Malappuram 
16. . Shri M.P. Thomas, 

Inspector of Factories and Boilers, Kozhikoda 
(South ) 


Kozhikode South 

Factory Division 


Kozhikode North 

Factory Division 


Tellicherry Factory 

Division 


17. Shri G.Gopidas, 

Inspector of Factories and Bo.iers, Kozhikode 

(North ) 
18 . Shri K. Pankajakshan , 

Inspector of Factories and Boilers, Tellicherry 
19. Shri A. K. Karunakaran , 

Inspector of Factories and Boilers, 

(Higher Grade), Cannanore 
20. Shri V. J. Francis Xavier , 

Inspector of Factories and Boilers, 
Thaliparamba. 


Cannanore Factory 

Division 


Thaliparamba Factory 

Division 


By order of the Governor, 


V. KRISHNAMURTHY , 

Secretary. 


Explanatory Note 
( This does not form partof the notification but is intended to indicate its 
general purport) 

As per the G.O. (Rt) 1335 /81/LBR dated 24th October 1981 published 
as S.R.O.No. 1214/81 in Kerala Gazette Extraordinary No. 835 dated 24th 
October 1981 , Governmenthave refixed and prescribed the local limits ofeach 
Factory Division in the State. The appointment of Inspectors have to be 
notified under section 8 (1) of the Factories Act, 1948 and Section 5 (!) of the 
Indian Boilers Act, 1923. The notification is intended to achieve this object. 
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